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NOTE: 
SECTION A-A REF. AIRBUS T/N: M622U3002801. 
ENGRAVE T/N, S/N, 
"MADE IN USA" AR | 
AEROSPACE 
TITLE 
CONICAL INSTALLATION TOOL 
DWG NO. REV 
RBEM622U3002801 
UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
-XXX + .005 FRACTIONS + 1/8 
ES O SURFACES = 125/ 
1. BREAK ALL SHARP EDGES 
: .015 x 45° OR .015R 
m 2. DIMENSIONAL LIMITS APPLY 
GY oY B/O | Part # on Description Material B/O INFORMATION OR SPECIFICATIONS LINDSAY USED ON MODEL 
GILBERT H175 
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